MONUMENT RECORD 
State of Indiana - County of Monroe 


Section: 05 Township: 8 North Range: 1 East Corner ID: Sa Cr G-05 

Monument Description & Remarks: Found Railroad Spike in centerline/centerline of Lampkins Ridge Road 
and Cooper Road at South 1/4 comer of section. 

References on file in the County Surveyor’s Office: Ray Graham survey dated April 1, 1997. 


RECOVERY TIE DRAWING 
Field Book 98-01 Page No. 15 
USGS Unionville Quad 


A - Railroad spike in centerline/centerline 
B - South 68 degrees West, 53.88' from RR spike 
MAG nail in 7" Red Cedar 
C - North 18 degrees West, 27.11' from RR spike 
MAG nail in 12" powerline pole 
D - South 42 degrees East, 27.24' from RR spike 
MAG nail in 9" powerline pole 
E - North 06 degrees East, 25.13' from RR spike 
5/8" rebar, flagged, no cap 
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Compass Bearing Magnetic North 
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